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PAGE 01 STATE 140954 

64 

ORIGIN SY- 10 

INFO OCT-01 ADP-00 /OllR 

DRAFTED BY A/SY/T: JFPERDEW 
7/18/73 EXT 20548 

APPROVED BY A/SY/T: DGFISCHER 

121815 

R 182024Z JUL 73 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 
INFO AMCONSUL FRANKFURT 

UNCLAS STATE 140954 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: SECURITY LOCKING DEVICES 

LONDON FOR RSO 
FRANKFURT FOR RTC 

REF: LONDON 8071 

1 . PER YOUR REQUEST, SY/T IS FORWARDING 2 EATON ELECTRIC 
LOCKS MODEL 1428 TO LONDON, REGISTRATION 1960119. 

2. THESE LOCKS ARE FOR 1 lOVAC SUPPLIES, THERFORE, STEPOOWN 
TRANSFORMERS WILL BE REQUIRED. EATON DOES NOT MAKE 220V AC 
UNITS. RUSH 
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Decaption Note: 
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Disposition Approved on Date: 
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Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 40954 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 973/newtext/t1 9730725/aaaaasay.tel 
Line Count: 46 
Locator: TEXT ON-LINE 
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Previous Channel Indicators: 

Previous Classification: n/a 
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Reference: 73 LONDON 8071 
Review Action: RELEASED, APPROVED 
Review Authority: willialc 
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Review Content Flags: 

Review Date: 08 AUG 2001 
Review Event: 

Review Exemptions: n/a 
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Review Release Date: n/a 
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Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: SECURITY LOCKING DEVICES LONDON FOR RSO 
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